SCHOOL OF PLANNING AND ARCHITECTURE: NEW DELHI 

4, Block - B, I.P. Estate, New Delhi - 110 002 



Ref. No.:AB-49/2015-16/SPA (PSM) 18 th Aug. 2015 

Last Date: 25/08/2015 upto 1.00 p.m. 

NOTICE INVITING QUOTATION 

Name of work: "Supply, installation, testing & commissioning of Sump Pump and outdoor type auto 
control panel at the Architecture Building" 

I am directed to invite Item rates sealed quotations to undertake the work of "Supply, 
installation, testing & commissioning of Sump Pump and outdoor type auto control panel at the 
Architecture Building" You are requested to quote your reasonable rate of the above work in the 
enclosed schedule of work. 

The contractor should inspect the site before quoted the rates and it will be sole responsibility 
of the contractor to the making safety arrangement of the incumbents of the school and the labours. 

The rates quoted shall include all transportation of material, labour charges, material cost, all 
taxes etc. 

The quotations may be downloaded from SPA website i.e. www.spa.ac.in and should be 
submitted in a sealed cover superscribed "Supply, installation, testing & commissioning of Sump Pump 
and outdoor type auto control panel at the Architecture Building." All quotations must reach the 
undersigned on or before 25-08-2015 upto 01:00 p.m. The bidders are required to go through the Terms 
and Conditions before submitting their quotation / details at Annexure-A and Annexure-B attached to 
the tender forms/documents. 

The School reserves the right to reject any or all the quotations without assigning any reason 
thereof. The School also reserves the right to award the work to one or more than one agencies. 
Incomplete and conditional quotations/tenders shall be rejected. 

Thanking you, Yours faithfully, 



Enel.: Schedule of work 



Er. Surinder Kumar 
Assistant Engineer (Civil) 



SCHOOL OF PLANNING AND ARCHITECTURE: NEW DELHI 

4, Block - B, I.P. Estate, New Delhi - 110 002 



Annexure - A 

Name of work:- “Supply, installation, testing & commissioning of Sump Pump and outdoor type auto control 
panel at the Architecture Building.” 



S. No. 


Requirement 


Compliance by Contractor 


1 


Name and address of the Contractor form / Company 
(as per the Certificate of Registration) if any 




2 


Registered Address of the Company/Firm with 
Telephone no., Fax, email ID: 




3 


Mention Registration number if any 




4 


Name and Contact number of the Proprietor / 
Directors/ Partners / Controlling Body: 




5 


Service Tax Regn. No. 




6 


Income Tax PAN No. 




7 


DVAT NO. 




8 


Any other information 





I certified that the above information is correct to the best of my 

knowledge, the firm is willing to accept all the terms and conditions of the tender/quotation document and I am the 
Authorized to sign the tender document on behalf of the firm. I/we understand if any of the particulars is found 
incorrect, even at a later stage, my /our bid will be cancelled. 



Signature 

Name 

Address of firm 

Contact No. 

Place 

Date:- 









Annexure-B 



UNDERTAKING 



To, 



The Registrar, 

School of Planning and Architecture, 
4-Block-B, Indraprastha Estate, 

New Delhi-110002 



Sir, 



1. I/We the undersigned, certify that I/we have gone through the terms and conditions mentioned 
in the tender documents and undertake to comply with them. 

2. It is further certified that the firm is acceptable and has not been blacklisted by any agency in 
India or abroad. 



Date: Signature of the tenderer 



Place: 



with seal 



Name of the tenderer: 



with address 



NOTE: - Not applicable for Government agencies 




SCHOOL OF PLANNING AND ARCHITECTURE: NEW DELHI 



Name of work:- Supply, installation Resting & commissioning of sump pump and outdoor type Auto control 
Panel at the Architecture building 



SI No 


Description of item 


Qty 


Unit 


Rate 


Amount 




Supply installation Resting and commissioning of the following 
items 










1 


3 HP , sump pump including making of suitable foundation and enclosure with 
top cover as required 


1 set 


Each 






2 


Outdoor Type auto control panel with all related components and sensors for 
automatic operation of pump. Panel will be suitable for IP-55 protection level 


1 set 


Each 






3 


Water pipe line made out of 50mm nominal bore Gl pipe complete with all 
necessary pipe accessories 


6 m 


M 






4 


3x2.5 sq mm XLPE insulated copper armored cable laid underground and on 
wall as applicable 


100m 


M 






5 


Cable terminations using double compression cable Glands and 
copper lugs crimping type 


4 No 


Each 








TOTAL (Including All Tax and Charging) 











Terms & Conditions:- 

1 . The work shall be completed within 15 DAYS from the date of issue of work order otherwise 1% penalty per day up to a 
maximum of 10% shall be imposed on gross amount of bill. 

2. 2% income tax will be deducted from the bill. 

3. The work shall be carried out as per C.P.W.D. specification and entire satisfaction of Engineer-in-charge. 

4. Vat will be deducted from the bill as per applicable. 






























